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2020/21 




Water 

0.0% 




Electricity 

6.22% 




Sewerage 

15.0% 




Refuse removal 

4.5% 




Property rates 

4.5% 




Property rates on vacant erven 

10% 








Category 

% increase 

Monthly 

R increase 

1. 

Indigent household 

4.9% 

R 

4 

2. 

Small residential household 

4.7% 

R 

56 


Medium residential household: 



3. 

- Conventional electricity consumer 

5.3% 

R 

129 


- Pre-paid electricity consumer 

6.3% 

R 

146 


Large residential household: 



4. 

- Conventional electricity consumer 

5.1% 

R 

203 


- Pre-paid electricity consumer 

6.2% 

R 

235 

5. 

Small business 

5.6% 

R 

502 

6. 

Medium business 

5.3% 

R 

821 

7. 

Residential accomodation business 

6.0% 

R 

344 

8. 

Vacant/ undeveloped erven 

8.1% 

R 

65 

9. 

Wet industries 

5.6% 

R 

224,136 































1. INDIGENT HOUSEHOLD 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Erf size 

Valuation of property 


7kl 

Level 2 

100 kWh (20 and 30 Ampere) 
200 m2 
R 185,000 



Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

- 

- 

- 

- 

- Usage (0 - 6 kl) 

- 

- 

- 

- 

- Usage (6 - 7 kl) 

16 

16 

- 

0.0% 






Electricity 





- Administration 

- 

- 

- 

- 

- Basic (Capacity fee) 

- 

- 

- 

- 

- Usage (0 - 50 kWh) 

- 

- 

- 

- 

- Usage (50 - 100 kWh) 

63 

66 

4 

6.22% 






Sewerage 

- 

- 

- 

- 






Refuse removal 

- 

- 

- 

- 






Property rates 

- 

- 

- 

- 






VAT at 15% 

12 

12 

1 

4.9% 






TOTAL 

R 91 

R 95 

R 4 

4.9% 






























2. RESIDENTIAL: SMALL HOUSEHOLD 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Erf size 

Valuation of property 


15kl 
Level 2 

300 kWh (20 and 30 Ampere) 
250 m2 
R 160,000 



Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

224 

224 

- 

0.0% 






Electricity 





- Administration 

- 

- 

- 

0.00% 

- Basic (Capacity fee) 

- 

- 

- 

- 

- Usage 

375 

399 

23 

6.22% 






Sewerage 

95 

109 

14 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

55 

58 

2 

4.5% 






VAT at 15% 

150 

158 

7 

4.7% 






TOTAL 

R 1,209 

R 1,265 

R 56 

4.7% 




























3. RESIDENTIAL: MEDIUM HOUSEHOLD 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Erf size 

Valuation of property 


20kl 
Level 2 

500 kWh (40 Ampere) 
700 m2 
R 1,000,000 


CONVENTIONAL ELECTRICITY 


Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

306 

306 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

188 

200 

12 

6.16% 

- Usage 

692 

735 

43 

6.22% 






Sewerage 

187 

215 

28 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

477 

499 

21 

4.5% 






VAT at 15% 

256 

270 

14 

5.5% 






TOTAL 

R 2,439 

R 2,568 

R 129 

5.3% 


PRE-PAID ELECTRICITY (at 51% of capacity fee) 


Current 

tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 


0.0% 

- Usage 

306 

306 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

75 

101 

26 

35.14% 

- Usage 

692 

735 

43 

6.22% 






Sewerage 

187 

215 

28 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

477 

499 

21 

4.5% 






VAT at 15% 

239 

255 

16 

6.8% 






TOTAL 

R 2,309 

R 2,455 

R 146 

6.3% 




























































4. RESIDENTIAL: LARGE HOUSEHOLD 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Erf size 

Valuation of property 


30kl 
Level 2 

650 kWh (60 Ampere) 

1 too m 2 

2 800 000 


CONVENTIONAL ELECTRICITY 


Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

486 

486 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

283 

300 

17 

6.16% 

- Usage 

950 

1,009 

59 

6.22% 






Sewerage 

238 

274 

36 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

1,381 

1,444 

62 

4.5% 






VAT at 15% 

344 

362 

18 

5.4% 






TOTAL 

R 4,016 

R 4,219 

R 203 

5.1% 


PRE-PAID ELECTRICITY (at 48% of capacity fee) 


Current 

tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 


0.0% 

- Usage 

486 

486 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

too 

145 

45 

44.79% 

- Usage 

950 

1,009 

59 

6.22% 






Sewerage 

238 

274 

36 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

1,381 

1,444 

62 

4.5% 






VAT at 15% 

316 

339 

23 

7.1% 






TOTAL 

R 3,806 

R 4,041 

R 235 

6.2% 




























































5. SMALL BUSINESS 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Refuse removal 
Erf size 

Valuation of property 


25kl 
Level 2 

1 500 kWh (40 Ampere, 3 phase connection) 
Once per week 
3 200 m2 
R 3,700,000 



Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

549 

549 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

827 

878 

51 

6.22% 

- Usage 

2,356 

2,502 

147 

6.22% 






Sewerage 

550 

632 

83 

15.0% 






Refuse removal 

209 

218 

9 

4.5% 






Property rates 

3,718 

3,885 

167 

4.5% 






VAT at 15% 

693 

737 

44 

6.3% 






TOTAL 

9,030 

9,532 

502 

5.6% 




























6. MEDIUM BUSINESS 


Assumptions: 

Water usage 
Water tariff 
Electricity usage 
Refuse removal 
Erf size 

Valuation of property 


60kl 
Level 2 

3 500 kWh (60 Ampere, 3 phase connection) 
Twice per week 
3 500 m2 
R 5,000,000 



Current tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

1,316 

1,316 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity) 

1,240 

1,317 

77 

6.22% 

- Usage 

5,496 

5,838 

342 

6.22% 






Sewerage 

550 

632 

83 

15.0% 






Refuse removal 

315 

329 

14 

4.5% 






Property rates 

5,024 

5,250 

226 

4.5% 






VAT at 15% 

1,357 

1,435 

78 

5.7% 






TOTAL 

15,428 

16,249 

821 

5.3% 




























7. RESIDENTIAL ACCOMODATION BUSINESS 


Assumptions: 

Water usage 
Water tariff 
Refuse removal 
Electricity usage 
Erf size 

Valuation of property 


30kl 
Level 2 

Once per week 

900 kWh (60 Ampere, single phase) 
1 400 m2 

R 3,800,000 


RESIDENTIAL ACCOMODATION BUSINESS (before rebate) 



Current 

tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

658 

658 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

414 

439 

26 

6.22% 

- Usage 

1,413 

1,501 

88 

6.22% 






Sewerage 

355 

409 

53 

15.0% 






Refuse removal 

209 

218 

9 

4.5% 






Property rates 

3,818 

3,990 

172 

4.5% 






VAT at 15% 

477 

503 

27 

5.6% 






TOTAL 

7,474 

7,850 

376 

5.0% 


RESIDENTIAL ACCOMODATION BUSINESS (after rebate) 



Current 

tariff 

New tariff 

Difference 

% 

Water 





- Basic 

105 

105 

- 

0.0% 

- Usage 

486 

486 

- 

0.0% 






Electricity 





- Administration 

24 

26 

2 

6.22% 

- Basic (Capacity fee) 

100 

145 

45 

44.79% 

- Usage 

1,381 

1,467 

86 

6.22% 






Sewerage 

355 

409 

53 

15.0% 






Refuse removal 

204 

213 

9 

4.5% 






Property rates 

2,673 

2,793 

120 

4.5% 






VAT at 15% 

398 

428 

29 

7.3% 






TOTAL 

5,727 

6,072 

344 

6.0% 


Before rebate 
After rebate 
Difference 


7,850 

6,072 

1,778 per month 



























































8. VACANT ERVEN 


Assumptions: 

Erf size 

Valuation of property 
Water 
Electricity 
Refuse 
Sewage 


700 m2 
R400 000 

Availability 

charges 



Current tariff 

New tariff 

Difference 

% 






Water availability 

150 

150 

- 

0.0% 






Electricity availability 

99 

105 

6 

6.22% 






Sewerage availability 

187 

215 

28 

15.0% 






Refuse availability 

76 

79 

3 

4.5% 






Property rates 

222 

245 

22 

10.0% 






VAT at 15% 

77 

82 

6 

7.3% 






TOTAL 

811 

876 

65 

8.1% 

























9. WET INDUSTRIES 


Assumptions: 

Water usage 
Water tariff 
Refuse removal 
Electricity usage 
KVA 

Mechanical Meters 
Erf size 

Valuation of property 


15 OOOkI 
Level 2 

Three times a week for 75 units 
2 200 000 

4 500 KVA 
1 

5 000 m2 

R 23,000,000 



Current tariff 

New tariff 

Difference 

% 

Water 





- Meter charge 

2,796 

2,796 

- 

0.0% 

- Usage 

314,985 

314,985 

- 

0.0% 






Electricity 





- Service Charge 

35,395 

37,597 

2,202 

6.22% 

- Energy charge 

1,882,320 

1,999,360 

117,040 

6.22% 

- Demand charge 

1,179,630 

1,252,980 

73,350 

6.22% 






Sewerage 

per agreement 

per agreement 








Refuse removal 

31,200 

32,604 

1,404 

4.5% 






Property rates 

23,109 

24,150 

1,041 

4.5% 






VAT at 15% 

516,949 

546,048 

29,099 

5.6% 






TOTAL 

3,983,588 

4,207,724 

224,136 

5.6% 




























